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Summary: David is inside a cage he himself can't see... (Renee to 
David, again) : ) 


Your Cage 

Was it not enough that you betrayed my trust? 

Was it not enough that you tried to shed my blood? 

Was it not enough that you lied and broke your word? 

Apparently you believe that it was not; you'd aid in destroying my 

world 

^ ^ 

David, there is more than hate and rage -- 

For it's those two emotions that seal you in your cage -- 
I tried to show you the way out and I was betrayed 
So I'll leave you locked inside with no route of escape 
* ^ * 

If you refuse to see the cage's lock 
If you refuse to accept where you are and then stop 
Though you hold the key in your hand before the void 
You cannot escape a cage that you yourself enjoy 
^ ^ 

So let this key fall away in the abyss -- for it's too late 



Drop the key if you will not use it to escape your fate 

And listen, David; listen as I bid you a final goodbye 

For there's nothing I can do for you if all you'll do is lie 

End 
f ile . 



